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3.26 (a) 

FACILITIES. INDOOR. 

Based on discussion with the lacilily manager and review of lacilily records, April 2, 2016. the ambient temperalure of 
the cold chambari ■which housed hamgcars being acciimatizod under Prolood # D£-1 6-.201B, reached KW-J degree 
Fahrenheit (36 degrees Gelaius). According to lacillly records, thlny'frue hamsters pertshed due to a mallunctlon In 
the cold chamber and alarm system. The alami system failed lo notify personnel when temperatores lell outside the 
appropriate temperalure ran^s. 

The facility most ensure that Ihe ambient temperature shall not eifoeed 35 degrees Fahrenheit for the health and.'or 
wfill-boing ol lhasa animals. 

Based on the review ol supportive documertation, the facilrfy took efieefive corre^rtive actions and implemented 
appropriate provonlivo mgasur^ to addross this issue. Thsro havo not boon any additiiimal incidsnis sirico tho 
oonredive aclions have been undertalien. 


An on-sile exit linferview was conducted June 15. 2016 with Dr. Ashley McIntosh {VMO) ar*d facility represeptalive, A 
follow-up exit interview was oonducted Juno 16. 201$ via tetephona wi|h Iwilily repregentaitiva. 
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